PREFACE

Many valuable criticisms of the Third Edition were made in the
course of the most favourable reviews that appeared in the technical
press. It is confidently believed that the utility of the work to engineers
generally, as well as to Electrical Engineers, has been enlarged by the
present revision.

J. W. MEAEES.

E. E. NEALE.
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